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Appropriate 
INDICATIONS 
for Urinary 
catheters 


O Accurate measurement of 
urinary output in critically ill 


O Required strict immobilization 
for trauma or surgery 


Perioperative use in selecteq 
( ) surgeries (urologic surgeries, bladder 
surgeries) 


Assistance in healing of severe 
a perineal and sacral wounds in 
incontinent patients 


Acute urinary retension 
or obstruction 


A Hospice / Comfort care / 
Palliative care 


Hospice care 
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